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PART — I 


Notifications, Orders and Declarations by Haryana Government 


HARYANA GOVERNMENT 


INDUSTRIES AND COMMERCE DEPARTMENT 


Notification 


The 13th July , 2017 


No. 17 /10 /2017-31B - II.— In exercise of the powers conferred by clause (f) of sub section ( 1) of section 29 of 
the Boilers Act, 1923 ( Central Act 5 of 1923 ), and all other power enabling herein this behalf and the Governor of 
Haryana make by following rules, further to amend the Punjab Boilers Rules, 1926 in their application in to state of 
Haryana , namely . 


Amendment 


In the said rules, in rule 27 for sub - rule (1), the following sub rule , shall be substituted , namely : - 

27( 1) Fee for registration shall be calculated on the basis of Boilers rating as prescribed in regulation 385 of 
Indian Boilers Regulations , 1950 as per the Government of India Notification 664 ( E ) dated 26.08.2015 . 

The following fees are prescribed : - 
Sr.No Boiler Ratings 

Fee in rupees 
1 . For Small Industries Boiler as per Chapter XIV 

Rs. 1200 / 


2 . 


For Boilers rating not exceeding 10 sq . meters 


Rs. 1800 / 


3 . 


For Boilers rating exceeding 10 sq . M.but not exceeding 30 sq .M. 


Rs. 2400 / 


4 . 


Rs. 2700 / 


5 . 


For Boilers rating exceeding 30 sq .M.but not exceeding 50 sq.M. 
For Boilers rating exceeding 50 sq .M.but not exceeding 70 sq . M. 
For Boilers rating exceeding 70 sq . M.but not exceeding 90 sq . M. 


Rs. 3300 / 


6 . 


Rs. 3900 / 
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7 . 


Rs. 4500 / 


8 . 


Rs. 5100 / 


9 . 


Rs. 5700 / 


10 . 


Rs. 6600 / 


11 . 


Rs. 7200 / 


12 . 


Rs. 8100 / 


13 . 


Rs. 9600 / 


14 . 


Rs. 10800 / 


For Boilers rating exceeding 90 sq. M. but not exceeding 110 sq. M. 
For Boilers rating exceeding 110 sq . M.but not exceeding 200 sq. M. 
For Boilers rating exceeding 200 sq. M.but not exceeding 400 sq . M. 
For Boilers rating exceeding 400 sq. M. but not exceeding 600 sq . M. 
For Boilers rating exceeding 600 sq. M.but not exceeding 800 sq . M. 
For Boilers rating exceeding 800 sq . M.but not exceeding 1000 sq.M. 
For Boilers rating exceeding 1000 sq. M.but not exceeding 1200 sq.M. 
For Boilers rating exceeding 1200 sq. M.but not exceeding 1400 sq.M. 
For Boilers rating exceeding 1400 sq. M.butnot exceeding 1600 sq . M. 
For Boilers rating exceeding 1600 sq. M. but not exceeding 1800 sq. M. 
For Boilers rating exceeding 1800 sq . M.but not exceeding 2000 sq . M. 
For Boilers rating exceeding 2000 sq. M.butnot exceeding 2200 sq. M. 
For Boilers rating exceeding 2200 sq . M.but not exceeding 2400 sq. M. 
For Boilers rating exceeding 2400 sq .M.but not exceeding 2600 sq .M. 
For Boilers rating exceeding 2600 sq . M.but not exceeding 2800 sq . M. 
For Boilers rating exceeding 2800 sq . M.but not exceeding 3000 sq .M. 


15 . 


Rs.12600 / 


16 . 


Rs.13500 / 


17 . 


Rs.15000 / 


18 . 


Rs.16200 / 


19 . 


Rs.18000 / 


20 . 


Rs.18900 / 


21 . 


Rs.20400 / 


22 . 


Rs.21640/ 


Above 3000 sq. meters for every 200 sq. meters or part thereof an addition fee of Rs.600 /- shall be charged . 


SUDHIR RAJPAL , 
Principal Secretary to Government of Haryana, 

Industries and Commerce Department. 
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